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Message Text 


CONFIDENTIAL 

PAGE 01 MOSCOW 08442 170804Z 
13 

ACTION SY-10 

INFO OCT-01 ADP-00 /011W 

103833 

R 170749Z JUL 73 
FM AMEMBASSY MOSCOW 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 0414 

CONFIDENTIAL MOSCOW 8442 

FRANKFURT FOR RTC, DEPT FOR A/SY/T 

E.O. 11652: XGDS 
TAGS: ASEC 

SUBJECT: ALARM COVERAGE FOR EMB FACADE 
REF: MOSCOW 7907 

1. CONCORD MTC 18 CAMERA AND MOTOROLA MONITOR DAMAGED 
IN SHIPMENT. RCA PK 501 CAMERA NOT LIGHT SENSITIVE 
ENOUGH FOR NIEHG APPLICATIONS. 

2. IF AVAILABLE, SEND TWO CONCORD MTC 21 LOW LIGHT 

LEVEL CAMERAS AND ONE 9 INCH CONCORD MONITOR NEXT POUCH. 

3. IF CONCORD EQUIPMENT NOT REPEAT NOT AVAILABLE AT 
RTC ADVISE A/SY/T FOR ACTION. 

MELENCAMP 


CONFIDENTIAL 
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